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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live'' 
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Indian Standard 

SPECIFICATION FOR 

SLIDE PLATES FOR SEWING MACHINES 

FOR HOUSEHOLD PURPOSES 



( Reaffirmed 2002 ) 



1. Scope — Lays down requirements for slide plates for sewing machine for household purposes. 

2, Material — The slide plate shall be made from steel sheet conforming to grade 'O' of 13:513-1973 
'Specification for cold rolled carbon steel sheets'. 



3. Dimensions and Tolerances 
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Shall be as shown in Fig. 1, 
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All dimensions in mitlimetres. 
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FIG. 1 DIMENSIONS FOR SLIDE PLATE FOR SEWING MACHINE 

4. Construction and Functions 

4.1 Play of slide plate shall be at a minimum when fitted to bed. 

4.2 Surfaces of the slide plate shall not project above the surface of the needle plate. 

4.3 The edges of the top surfaces shall be smoothly chamfered. 

4.4 Slide plate spring shall function properly. 

5. Workmanship and Finish 

5.1 The slide plate shall be of superior finish, free from cracks, flaws burrs and rust. 

5.2 The slide plate shall be nickel-chrome plated in accordance wi^ IS: 1068-1985 'Electroplated 
coating nickel plus chromium and copper plus nickel plus chromium on Iron and steel (second revision)^ 

5,2.1 The thickness of plating shall conform to service grade 3. 

5.3 Plated surface shall be smooth and allow smooth feeding of fabrics. 

5.3.1 Colour and lustre of plated surface shall be satisfactory and free from unevenness. 

6. Marking — The slide plate shall be marked with the manufacturer's name or trade-mark, if required. 
6.1 Certification l\/lari<ing — Details available with the Bureau of Indian Standards. 
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iS: 12058 -1987 

7. Packing — Each slide plate shall be given a suitable anti-rust coating. The wrapped slide plates 
Shalt be securely packed in accordance with best prevalent trade practice. Each package shall bear the 
manufacturer's name, trade-mark and the description of contents. 

8. Sampling 

8,1 Unless otherwise agreed to between the supplier and the purchaser, the sampling plan as given in 
Appendix A shall be followed. For further information, reference may be made to IS: 2500 (Part 1 )- 
1973 'Sampling inspection tables: Part 1 Inspection by attributes and by count of defects'. 



APPENDIX A 

SCALE OF SAMPLING AND CRITERIA FOR CONFORMITY 

A-1. Scale of Sampling 

A-1.1 Lot — In any consignment, all the slide plates of the same type and manufactured from the same 
material under essentially similar conditions of manufacture shall be grouped together to constitute a 
lot. 

A-1.2 For ascertaining the conformity of the lot to the requirements of the specification, tests shall be 
carried out for each lot separately. The number or slide plates to be selected at random for this 
purpose shall be In accordance with col 1 and 2 of Table 1. 

TABLE 1 SCALE OF SAMPLING AND PERMISSIBLE NUMBER OF DEFECTIVES 

( C/aw5e5 A-1.2, A-1. 4 a/7(/ A- 2.1 ) 

Number of For Dimensions, Tolerances. 

Slide Plate Workmanship and Finish 
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♦This ensures that lots containing only 1 '5 percent or if less defectives shall be accepted most of the time. 

A-1,3 If the slide plates are packed individually, In order to ensure the randomness of selection, 
13:4905-1968 'Methods for random sampling' shall be used. 

A-1.4 If the slide plates are packed in different cartons, a suitable number of cartons (not less than 
20 percent of the total in the lot subject to a minimum of ^) shall be chosen at random. From each of 
the cartons so chosen, an approximately equal number of slide plates shall be picked up from its 
different parts so as to obtain the required number of slide plate specified In col 2 of Table 1. 

A-2. Number of Tests and Criteria for Conformity 

A-2.1 The slide plates selected according to A-1.2 and A-1.3 or A-1.4 shall be examined for 
dimensions and tolerances ( see 3 ), and workmanship ( see 5 ). If the number of slide plates falling to 
meet one or more of the requirements mentioned above Is less than or equal to the permissible number 
of defectives given In col 3 of Table 1, the lot shall be declared as conforming to the requirements of 
these characteristics. 

EXPLA N ATO R Y NOTE 

This standard has been prepared to verify and rationalize the types and sizes of sewing machines 
components for manufacturing in economic quantities. 
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